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LIMITED OFFICIAL USE CAIRO 08936 

E.O. 11652: N/A 
TAGS: ASEC 

SUB J : ELECTRICAL SURVEY, CAIRO COMPOUND 

1 . DURING FBO ELECTRICAL ENGINEER MORRISON S 
ELECTRICAL SURVEY, CHANCERY WAS FOUND TO HAVE 
DANGEROUS WIRING, EXPOSED WIRING, UNPROTECTED 
CIRCUITS, LIVE FRONT PANEL BOARDS, NUMEROUS 
UNCONNECTED WIRES. SINCE THIS BUILDING MUST BE 
REVISED TO 220/380 VOLT OPERATION TO ACCOMMODATE 
NEW ELECTRICAL SERVICE, IT IS NECESSARY TO REPLACE 
ENTIRE CHANCERY ELECTRICAL SYSTEM. 

2. IN VIEW RESTRICTED NATURE OF BUILDING, IT IS 
PROPOSED TO HAVE CLEARED U.S. ELECTRICIANS DO 
INSTALLATION UTILIZING LOCAL MATERIALS. 

3. RSO COMMENT: USE OF PROPER SECURITY-CLEARED 
PERSONNEL WILL NEGATE REQUIREMENT FOR NAVAL 
SUPPORT UNIT SURVEILLANCE PERSONNEL. IN ADDITION 
TO SECURITY CLEARANCES, AT LEAST ONE 

MEMBER OF U.S. ELECTRICIAN TEAM SHOULD POSSESS A 
CRYPTO ACCESS AUTHORIZATION TO ALLOW ACCESS TO 
THE CCC. EILTS 
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